Subject: Re: GAP and PBID 
From: Lorena Parker 
Date: 10/21/2015 04:25 PM 
To: Juan Torres 

CC: Nicole Wells <nicole.wells@lacity.org>, Victor Medina <victormedina@gangfree.org>, jacob haik 
<jacob.haik@lacity.org>, Ana Dragin <ana.dragin@lacity.org> 

Friday morning will work for me. What time? 

Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 

Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 
T 31 0.832.21 83 | F 31 0.832.0685 
Lparker@sanpedrobid.com 

www.sanpedrobid.com 

On Wed, Oct 21 , 201 5 at 4:00 PM, Juan Torres < juantorres@aangfree.org > wrote: 

Hello Lorena 

When are you available to meet. I have Friday open this week. Next week will be a little difficult but I can do the week after. 


Sincerely, 

Juan Torres, MPA 
Deputy Director 

Gang Alternatives Program (GAP) 
Phone: (31 01 519-7233 
Fax: (310)519-8730 
www.ganpfree.org 


From: Lorena Parker < lparker@sanpedrobid.com > 

Date: Monday, October 19, 2015 9:29 AM 
To: Nicole Wells < nicole.wells@lacitv.ora > 

Cc: Victor Medina < victormedina@aanafree.ora >. jacob haik < jacob.haik@lacitv.ora >. Ana Dragin < ana.draain@lacitv.ora >. Juan 
Torres <j uantorres@gangfree.org > 

Subject: Re: GAP and PBID 

Good morning, 

Thank you for the introduction, Nicole. Victor, I would like to set up a meeting on the graffiti removal services in San Pedro. 

Please contact me at your earliest convenience. 

Best regards, 

On Tue, Oct 13, 2015 at 1 1 :50 AM, Nicole Wells <nicole.wells@lacitv.ora > wrote: 

Hi Victor, 

I hope you are doing well! 

Per our conversation, I would like to introduce you via e-mail to the new San Pedro PBID Executive Director, Lorena Parker. She is 
interested in the difference services GAP already offers to the City. In addition, she would like discuss painting options and purchases 
to best utilize GAP crews for graffiti removal. 

Please let me know if I can be of further assistance in this new partnership. 


Regards, 


Lorena Parker 
Executive Director 
San Pedro Historic Waterfront 
Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 
T 310.832.2183 I F 310.832.0685 
Lparker@sanpedrobid.com 

www.sanpedrobid.com 


